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[FE The ſeuerall Engines that Nichot. s Bloy Enginer pro- 


O 
feſſeth, be Nyne in number, Theſe as follo weth. 


$ 1 E firſt, is the perpetuall motion, commonly called the continuall 
23f whccle,which noheele goeth without wind, water, Man, oz 
Horſe, oz anything that bꝛeaths. 
The ſeuerall vſes be theſe, 


It will grinde all kind of £92nc, 02 araine, as ſufficiently as euer 
was oꝛ can be either by Wind⸗ mill, oz Water ⸗mill. 

It will ſerue foꝛ the dꝛayning of f ends oꝛ M itilb grounds. 

It ſerueth foꝛ dꝛayning of Cole pits, Lead⸗ mines, Cynne⸗ mines, and all o⸗ 
ther Mynes of Mettals. | $ 

It ſeructh foꝛ Dyle-milles, Tron milles, Smeltin of Lead, Sawing of 
Tymber, beating of Hempe, and manyothcr good pnrpoſes, 

The Second is the wheele Pro & Contra, which n oheele gocth bythe labour 
of one man, by which whecle moze ſtuffe may bee dꝛawne o lit ot the ground as 
Cole, Lead, Stone, Earth, Mater, oꝛ any other mettal, then euer was yet done 
bythe labo of Ten men. | | 

The Third is the Artractiue Pegaſus, it ſeructh foz the dʒayningo: Cale pits, 
Lead⸗ mines, Tynne⸗mynes, and allother Hynes of Mettals. | 

The fourth, is theHigh periticall Aſſiſtant, a veryneceſſary Engine at tye foot 
of Pegaſus, tu ſendhomethe water to him, that he my raiſe it out at the day. 

The Fift,is the Lacunc R ampant, it lerueth to dꝛaine Fends # Mariſh groũds 
it will raiſe zoo. Tons of water in an houre with the labour of one man, it will 
raiſe watcr out ot a ſtanding poole to dꝛiue any Mater mill. and that with the 
labour o: on. man, belides a beryneteſlary Engine foꝛ ſhips at Sea, 

Che Sirt.is the lgnipotent Carpim, fox it there be a Stare ſite in a Towne, 
one man with that Eugine (ball doe more good fox the lakingof the ſaid Fire, 
then can be done by Fozty men any orher way it ſerneth alſoto water Gardens 
as raine from Heauen, it will beat Latterpillers from fruit trees and Irbours, 
andthat in an excellent manner. | 

The Seaueth, is the 5axipotentEngine, it ſerueth to pierce the ſtony Rockeg 
foꝛ ſpcedy getting tothe Cole, Lead, Tynne, oz any other mettals. 

The Eight, is the Dampe Engine, fox it dꝛiueth the dampe out of the groñd foz 
the pꝛeſeruation of al that ſbal woꝛke therin, a that with the labont of one man. 

The Nynth, is the Engine Triangula, it the water out of the very top 
of a pit, and it runneth in Pipes down the Dill ſidenaturally after it be once ſet 
a woꝛke, much after the maner of a perpetuall motion. toꝛ it neuer can ſtand(ex= 
cept it be ſtopped oz ſtayed ) ſo loug as there is any water in the pit. 


F1Q1-. 
1” Alltheſe Nyne Engines haue beene ſtudyed and practiſed 
9,3 } - by me Nicholas Bloy Znginer. 
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